EPISODES   OF   THE   GREAT   WAR         [1914

Cradock's men had died, and there can be no higher
praise. They went down with colours flying, and
at the last the men lined up on the decks of the
doomed ships. They continued to resist after their
vessels had become shambles. One captured officer
reported that before the end his ship had no upper
deck left, every man there having been killed, and
one turret blown bodily overboard by a twelve-inch
shell. But in all that hell of slaughter, which lasted
for half a day, there was never a thought of surrender.
Von Spee and Cradock lie beneath the same waters,
in the final concord of those who have looked un-
shaken upon death.
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